
-RK. NAIL ON NORTH 
SIDE OF 12" MOCKERNUT 
HICKORY 



(•) AT CORNER 


- RK. NAIL ON 
NORTH SIDE OF 
13" MOCKERNUT 
HICKORY 


- RK. NAIL ON WEST 
SIDE OF 20" ASH 
STUMP (ELECTRIC 
FENCING IN STUMP) 


NOT TO SCALE 


STATE OF INDIANA 

COUNTY OF NONROE _ 

I, EDMUND 0. FARKAS _HEREBY CERTIFY THAT VhIS 

DOCUMENT WAS PREPARED UNDER MY DIRECTION IN ACCORDANCE 
WITH THE PROVISIONS OF SECTION 17-3-64-4 - 17-3-64-8 OF 
the Indiana code, being Acts of 1965, Chapter 319j and 

THE ABOVE DATA IS GIVEN UNDER MY HAND AND SEAL 
THIS 18 th day of NAY _, 19' 8A A.D, 
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